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LIMITED OFFICIAL USE BANGKOK 18912 

CORRECTED COPY (PARA 1) 

FOR SY/FO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: DESTRUCTION EQUIPMENT-MODEL 2 INCINERATOR 
REE: STATE 21 1942 

1 . WE REQUEST THAT BANGKOK BE PROVIDED THE MODEL 2 INCINERATOR 
IN REFTEL FOR USE AT THE AMERICAN CONSULATE, UDORN. PRESENTLY 
UDORN HAS NO ROUTINE DESTRUCTION CAPABILITY. CLASSIEIED 
MATERIAL IS CARRIED TO THE UDORN AIR BASE APPROXIMATELY 

TWO MILES AWAY EOR DESTRUCTION. 

2. WHILE PRESENT ARRANGEMENT OF CARRYING CLASSIFIED TO ANOTHER 
POINT FOR DESTRUCTION HAS WORKED. IT WOULD BE MORE BENEFICIAL 
FROM A SECURITY STANDPOINT TO HAVE DESTRUCTION EQUIPMENT AT 
THE CONSULATE. 
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